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Message Text 

CONFIDENTIAL 

PAGE 01 NAIROB 1 1436 02I433Z 
ACTION SY-05 

INEO OCT-OI AE-IO ISO-00 /016W 

047421 03092IZ/I5 

R02I354Z AUG78 
EM AMEMBASSY NAIROBI 
TO SECSTATE WASHDC 9393 

CONEIDENTIAL NAIROBI 1 1436 

DEPT OF A/SY/OPS/T FROM AOIC/RTC 

E. O. 11652: GDS 
TAGS: ASEC 

SUBJECT: NLDD CABLES 

1 . RTC NAIROBI IS DOWN TO ONE NLDD AND THE LONG GRAY 
CABLE FOR IT IS DEFECTIVE, LEAVING ONLY THE SHORT GRAY 
CABLE WHICH CONNECTS THE DETECTOR TO THE PROCESSOR 
EUNCTIONAL. PLEASE SEND NEW SET OE LONG CABLES EOR 

AT LEAST THE LONG GRAY CABLE, AND ADVISE THE STATUS OE NLDDS 
AT SY/T BEING REPAIRED. 

2. ALSO, RTC REQUIRES 12 EA. ESS-25 OR EQUIVALENT 
ELECTRONIC SIRENS. 

LEMELLE 


CONEIDENTIAL 
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